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(Relative to SMCS 10.0.007) 


ATTACH 


Attaches a station to a program or remote file. 


Controller and system ODT syntax: 


ATTACH 
Lixo 


pa 


FILE <remote file number > 
ace 
<remote file name > 


< program name > 


< job number > 


tf: <Isn> 


5 


a STATION | <station ss 


BROADCAST 


Sends a message to all logged-on stations. 


Syntax: 


ROADCAST ie ee <message string > ———_| 


BYE 


Logs the user off the SMCS program. 


Workstation, remote ODT, and controller syntax: 


BYE 


CHANGE 
Changes various station attributes. 


Controller and system ODT svntax: 


CHANGE 
EE. STATION a [ ‘sn > 


<station name > 


>>—7— ADDRESS 


}——ADDRESS (RECEIVE) 

[— ADDRESS (TRANSMIT) 
|--FREQUENCY (RECEIVE) 
|-FREQUENCY (TRANSMIT) 
|——PHONE 

|-—RETRIES 
L—TERMINALTYPE 
I—TRAN (RECEIVE) 
_TRAN (TRANSMIT) 
DIAGNOSTIC 


re 


<value> 


-— GOODRESULTS 


-—LOGICALACK 
READY 


TO 
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CLEAR 
Clears a remote file. 


Controller and system ODT syntax: 


CLEAR oe ia remote file number > —~—-—_—- - —— — 


< remote file name > —— 


CLOSE Command 
Closes the JOBS file. 


Controller and system ODT syntax: 


CLOSE al 


CONTINUE Command 
Causes a step macro procedure to resume. 


Workstation, remote ODT, and controller syntax: 


CONTINUE — 


DETACH 
Detaches a station from a program or remote file. 
Controller and system ODT syntax: 


DETACH > 


FROM PROGRAM < program name > 
i '— < job number > ——~ 


FILE rile remote file number > —~——J 
<remote file name > —— 


<isn> 


ss = Leesa station/name > 


DUMP 
Causes an SMCS program dump to be created. 
Controller and system ODT syntax: 


DUMP 4 


DYNAMIC 
Controls the method by which stations are marked off-line. 


System ODT syntax: 


FILE 


Provides information on a file. 


Syntax: 


< file-identitier > ———_| 


FILE jie = 7T 
< family name > / < multi-file id > 


HARDWARE 
Specifies the recordsize of the TRACE file. 


System ODT syntax: 


HARDWARE LP 
Lie 
120 — 


HELP 
Provides a list of all valid commands for the station 
Syntax: 


HELP 


ID 
Assigns an identifier to the station. 


Workstation, remote ODT, and controller syntax: 


ID < identifier > 3 T 
-< command string > 


[ <macro procedure > ] ——+ 


INITIATE 
Initiates a program in the JOBS file at the system ODT. 


System ODT syntax: 
INITIATE <program-id > ————___4H4#H 


JOBS 
Returns information on jobs in the mix. 


Workstation, remote ODT, and controller syntax: 
JOBS — 


LOGON 


Adds, changes, deletes, or lists the default log-on command. 


Workstation, remote ODT, and controller syntax: 


LOGON—+— ADD ————— < fogon command > — a 
ie! LE, < macro procedure > } 
= DELENE 
LIST 


MACRO 
Adds, changes, deletes, or lists macro procedures. 


Controller syntax: 


MACRO —— ADD a. macro name > < macro text > ———_ 
_ |-=CHANGE 
I-— DELETE < macro name > 1 


[LIST 4 
[Sa | 


ON — 


Workstation and remote ODT syntax: 


MACRO ADD < macro name > < macro ae 8, 
CHANGE | 
[— DELETE < macro name > 


LIST - ! 
\__< macro name > 


System ODT syntax: 


MACRO ON | 


MAIL 


Writes messages to the MAIL file. 
Syntax: 


MAIL 


— < identifier > — ae message string > —— 
=e 


MAKE 
Changes certain station attributes. 


Workstation and remote ODT syntax: 


MAKE ese i SCROLL REVERSE = | 
Not 


SIGNAL <character > 


Controller syntax: 


MAKE <Isn> READY | 


ean < station name >. NOT: CON 


> SIGNAL <character > 


ei a SCROLL REVERSE 
NOT—— 


System ODT syntax: 


MAKE = <Isn> READY | 
STATION — < station name > NOT b CON 
od — 


MOVE 
Reroutes messages from one station to another station. 


Controller and system ODT syntax: 


PRUE Tits eid = l <Isn> > 
ALL FROM STATION -< station name >. 


| 
ate ee ' 
> TO < dest Isn > - = 
qs STATION —~ [ee dest name > =] 


NEWS 


Displays or changes the news message: 


Workstation and controller syntax: 


NEWS 4 


Remote ODT and system ODT syntax: 


NEWS | 
— < news message > 


PASS 


Requests a function of a program without signing on to the program. 


Workstation, remote ODT, and controller syntax: 
PASS <program-id > < data string > —_——_ 


PASSWORD 
Sets or resets the COBOL74 password. 


System ODT syntax: 


PASSWORD = < password > | 


READY 


Makes a station ready. 


Syntax: 
READY <Isn> S| 
kee station name =) 
Coe : a ame 
le egiait «a Ce ee ( x RE 
KE x 5 - 


CobeiL/KXRER Fire ca 


‘. i rrenee 
CisbereoK) Dig Guat PHC OK! 


= nh aren 


REMOVE 
Removes messages from a station. 


Controller and system ODT syntax: 


REMOVE ———-< number >. > 
r— ALL a eee ao 
“—ONE 
<Isn> 7 
'__< station name es 


REPORT 


Displays information on the status of a station or stations. 


Syntax: 
REPORT 
| ALL 
> 
# 
Regeee sl 
<Isn >. 
< station name > 
SEND 


Sends a message to the specified stations. 


Syntax: 
SEND <iIsn> > 
TO STATION <station name >—1 

ODT 
ES em 

< usercode >. -l| 

'___< identifier > 

an, sche message string > | 
SIGN OFF 


Detaches a user from a program. 


Workstation, remote ODT, and controller syntax: 


< signal character > T OFF 


CLEAR: 


SIGN ON 
Attaches a user to the specified program. 


Workstation, remote ODT, amd controller syntax: 
a9 ON al <program-id > ale cael 
SIGN ee a ae number > — <string> 


SIGNAL 


Changes the SMCS signal character for all stations. 


Controller and system ODT syntax: 


SIGNAL < signal character > + 


STATUS 
Displays the current status of a station, program, or remote file. 


Syntax: 


STATUS | 
STATION <usercode > 


|— < identifier > 
[— < station name > 
<Isn > 


< program name > —-—-+~——— 


-— PROGRAM 


t—. < job number > 


“— FILE+————_-—_< remote file name > 


L_< remote file number >_—_J 


STOP 
Terminates the SMCS program in an orderly manner. 


System ODT syntax: 


STOP —= 


SYSTEM 


Displays information on the SMCS version, translate option, and system Hostname, 
and changes the translate option. 


Workstation syntax: 


SYSTEM E - — 


TRANSLATE -—_4 
VERSION 


Remote ODT and system ODT syntax: 


SYSTEM 


—}-= TRANSLATE—- = 


OFF 


VERSION 


TABS 


Sets the tab stops on a terminal. 


Syntax: 
TABS ie < integer > 1 
aNenen | 
1 \—coso | 
1 \— FORTRAN 
1 BASIC 
SAIN < start col > + a oe 
TERMINATE 


Terminates a step macro procedure. 


Workstation, remote ODT, and controller syntax: 


TERMINATE =| 


wil 


TRACE 
Invokes the SMCS tracing facilities. 


Controller and system ODT syntax: 


TRACE — 
ON 
DISK 
OFF 
MARK 
LIST 


TRANSLATE 
Sets or resets the translate option for a station. 


Workstation, remote ODT, and controller syntax: 


TRANSLATE 


USER 
Logs a user on to the SMCS program. 


Workstation, remote ODT, and controller syntax: 


USER <usercode/password > 
T= command string > —————_ 


[ <macro procedure > ] ——— 


ZIP 
Spawns an unsecured MCP control string. 


Remote ODT syntax: 


<MCP control instruction > 


{ <macro procedure > ] 


? <MCP control instruction> 
Spawns a secured MCP control string. 


Workstation, remote ODT, and controller syntax: 


<MCP control osucion> —y1______ 
2 [ <macro procedure > } 


NOTES 


